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1. ifitrofluction 




The SIG'SAUER P 226 9 mm pistol with msQOtIns Insortod. 
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1 . 7 . 



General • 



Th« SlQ-SAUEft P 229 9 mm pistol is • salMosding rscoil-ops- 
rstsd wtipon. 

At ths momsnt of disehsrgs tPo aetion of tho wstpon is leckad. An 
automatie firing pin lock assurss an optimum dograo of handling 
safoty as wall as rapid combat roadinass sines thara is no ma- 
nual ly-oparatad safsty catch. Discharge can only occur by pulling 
tha triggsr. 

As a self-loading handgun faaturing a doubla-action trigger pat- 
tern, tha pistol is an axcallant closo combat weapon. Its magazine 
holds 16 rounds of 9 mm parabeflum ammunition. 



1.2. Technical tpaclflcatlons 
Caliber 

Length, overall 
Haight, overall 
Width, overall 
Barrel length 
Rifling lead 

N<iAber of rifling grooves 
Sight base 

Weight axel, magazine 
Magazine weight, empty 
Trigger pull OA 96 N 

Muzzle energy* 

Magazine capacity 

* Depends on make of amrmmilion 



9 mm I 19 Parabellum (Luger) 
196 mm 
1S9 mm 
67 mm 
IIS mm 
269 mm 
9 

190 mm 
760 grams 
91 grams 

.9 kg>, 8A 2Q N (2.0 kg) 

600 J 
16 rounds 



Subjsct to changa without nottes. 




2 . 



Design and components 



2 . 1 . 



2.1.1. Generst 



The $IG-SAUER P 226 9 mm pistol comprises three main component 
groups 

- the moving parts 

* the stationary parts 

* the magazine 




Mein component groups 




2.1.2. Stationary parts 



Tha stationary part comprisas lha fallowing sub-assamblios: 

a) Tht framOt with : 

taktdown lavar (1S) 
triggar (20) 
dacocking lavar (40) 
sllda catch lavar (tO) 
hammar (20) 
ajactor (32) 
grip platas (40/49) 
grip Plata aerawa (SO) 
magazina catch (43) 



b) Within tha pistol, but not visible in tha illustratlen, ara 

• triggar assambly 

• hammar assambly 

- locking Insart (17) 

• stop, hammar (37) 

• safety lavar ( 20 ) 
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SUttonary parts (frama) 



1« 


Takaflovvn lavar 


40 


7 $ 


Slide catch lavar 


43 


20 


Trigger 


46/49 


2 $ 


Hammer 


53 



Oacocking lavar 
Maga 2 ina catch 
Grip ptatas 
Scraws 






2.1.3. Moving ptI» 



Tho moving ports eompriso: 

a) Slid# with: 

adjuttabla front sight (S) 

adjustabla roar sight (6) 

arrastlng notch (after firing the last round, 
the slide is held here) 

ejection port with locking surface 

pin (7/8) 

breechblock consisting of: 
firing pin (11) and spring, flNng pin (12) 
safety lock (13) and spring, safety lock (14) 
extractor (10) 



b) Barrel (1)/ with: 
chamber 

lug for locking purposes 
e) Beeoil spring (3) and recoil spring guide (2) 
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Moving 


parts : 








1 


Barral 




6 


Front sight 


2 


Racoll 


spring guide 


6 


Rear sight 


i 


Racoll 


spring 


7/8 Inner and oi 


A 


Sllda 






Breechblock 



in 



2 - 2 . 



Magazine 



53 52 




51 55 54 



Magazine: 



51 


Magazine tube 


55 


Feeder 


52 


Spring, magazine 


54 


Floorplate, magazine 






55 


1 neert, magazine 
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3. Handhnq 

The eperetione described hereafter are always to be carried out 
in the direction of firing, with the barrel pointing at the floor. 
Hold the pistol in the shooting hand with the Index finger ex- 
tended outside of the trigger guard. 
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3.1 . Loading 

Soquanca of oporations: 

1) Insort a full magazino and ensure that it has engaged the 
magazine catch (check) 

Z) Carry out a loading movement • draw back the slide to the 
stop and allow it to snap forward 

3) Fire, or thumb down the decocking lever and place the 
weapon in its holster 



3.2. Changing the mauazine 

Sequence of operations : 

1) Remove the empty magazine 

2) Insert the fresh magazine end ensure that It has engaged the 
magazine catch (chock) 

2) Carry out a loading movemont (or thumb down the slide catch 
lever) 

4) Fire, or thumb down the decocking lever end place the 
weapon in ita holster 

3.3. Unloadino 

Sequence of operations: 

1) Remove the megazine 

2) Carry out two loading movements and inspect the chamber 

3) Thumb down the decocking (pointing the weepon in firing 
direction) 

4) Insert empty magezine and place the weapon in Its holster 
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3,4. gatabiiahtna fmtflnw to flfa 
3.4.1. Combat ihootina 

Soquonco of oporations : 

^) Ramova tha waapon from ita holatar and taka up shooting 
atane# 

Z) Pull tha triggar 

3) Thumb down tha dacocklng lavar, plaea tha waapon in its 
hoistar 



3.4.2. Taroat shooting 

Saquanca of oparatlons : 

1) Taka up shooting stanca. with tha indax fingar axtandad» 
outalda of tha triggar guard 

2) Using tha thumb of tha rton-ahooting hand, cock tha hammar 

3) Sanaa tha praasura point and dtsoharga a shot 

4) Straightan tha indax fingar and lowar tha waapon 

5) In firing Intarvals, thumb down tha daoooking lavar, Lowar 
tha waapon or plaoa it on (ha loading baneh, 
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4. Dismantling and assginblv tof c lcantna 

4.1. DisTTiantlinq 

Sequence of operations : 

Unload and check the chamber 

2 ) Insert empty magaaine (S1) 

3) Draw back the slide (4) until it is arrested by the slide catch 
lever (16) 

4) Thumb down the takedown lever <16) 

5) Remove the magazine (S1) 

6 1 Draw back the slide (4) slightly to disengage the slide catch 

lever (19), then ease the slide (4) forward and out of the frame (IS) 

7) Remove the recoil spring (9) and guide, recoil sprin (2) gripping 
them at the rear end 

9) Remove the barrel (1), gripping it at the rear end 




Dismantling the weapon 
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4.2. Assembly 

Sequence of operations ; 

1) Insert the barrel (1) and then the recoil spring (3) with its guide, 
recoil spring (2) into the slide (4) 

2) insert an empty maga 2 ine (51) 

Z) Slip the slide (4) onto the frame (IS) until it can be arrested with 
the slide catch lever (15) 

4) Thumb up the takedown lever (IS) 

5) Thumb down the slide catch lever (IS) 

S) Thumb down the decoching lever (40) 

7) Carry out the functions check 





Dismantling for cleaning 



17 



5- Cltinina 

Th« person to whom tho pistol has boon issuotf Is responsible for 
its operationil readiness el ell times. 

5.1 . Cleaning the weapon 

5.1.1. General 



The weapon must be stored in e dry location. Humidity and 
rapid temperature changes are detnmeotal and encourage corrosion. 

If a weapon Is not to be used for ernne time then it must be well 
greased, particularly the bore of the barrel and tha blank parte. 

The pistol should be cleaned kninediately after use. if this Is not 
possible then at least the bore must be greased using the wire 
brush. 



S.1.2. Cleai^n<|_grgce^u£a 

Sequence of operetions : 

1 ) Dlemantle the pistol 

2) Clean ell parte with a dry cloth <efter the weapon hea bean 
fired, the bore of the barrel must be cleaned also) 

3) Lubricate In accordance with the specifications 

4) Assembly the weapon 

3) Carry out functions chock 
d) Carry out final Inspection 
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5.1.3. Cleaning the, barrel 



Sequence of operations: 

1 ) To remove all traces of powder residues, push through a 
greased wire brush at least ten times, from the chamber end 

2) Clean the barrel using a Jag wrapped with a strip of cotton 
cloth 

3) Checic the barrel for cleartliness 

4) Lubricate the barrel tightly with a greasa^eovered brush 



5.2. Lubrication specifications 
Part 



Bore and chamber 
Slide, Inside and outside 

frame: guide rells, 
cakedowr> lever, deeoclilng 
lever, slide catch lever 
and hammer 



Lubricetion 

Summer Winter 



gun 


greese 


or 


gun 


oil 


gun 


grease 


or 


gun 


oil 


gun 


grease 


or 


gun 


oil 




6 . 



Weaeon runctions 



6.1. function of the trigger assembly 

6.1.1. Weapon loaded, hammer dococked 

With the weapon loaded and the hammer decocked, a shot can be 
fired with the double-action trigger. 

By squeeaing the trigger (20), the trigger bar (22) Is drawn for- 
ward and cocks the hammer (29). The trigger bar (22) also operates 
the safety lever (29) to lift the safety lock (13). The safety lever (26) 
draws the sear (24) out of register with the hammer (29) whilst the 
safety lock (13) liberates the firing pin (11). 

Continued movement of the trigger (20) causes the trigger bar (22) 
to release the hammer (29) which strikes the firing pin (11) and 
detonates the cartridge primer. 




Function of the trigger assembly 



11 


Firing pin 


24 


Sear 


13 


Safety lock 


26 


Safety Lever 


20 


Trigger 


29 


Hammer 


22 


Trigger bar 
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6.1.2. Automatic interruption of trigger _functioo 
^£or^^irir^ 

Aft«r firing^ tha btowback reaction thrusts the slide (4) rearward. 
The slide (4) depresses the trigger bar ( 22 ), disconnecting it from 
the safety lever (26) end hence releasing the sear (24). The sear» 
under pressure of its spring (2$), returns to its initial position 
and arrests the hammer (29). 

In order to fire the next shot the trigger (20) must be released to 
allow the trigger bar ( 22 ) and safety lever ( 26 ) to engage again. 

If the trigger (20) Is squeezed once more while in the final third of 
Its stroke, then the trigger bar (22) actuates the safety lever (28) 
which lifts the safety lock (13) to liberate the firing pin ( 11 ) and 
also withdraws the sear (24) to release the hammer (29). 



Incomplete lockinc 

If the slide (4) does not return to the full battery position due 
to a weapon, magazine or ammunition malfunction, connaction 
between the firing pin lock and safety lever (26) is not made. 
Therefore, de-activetion of the safety lock (16) is autometically 
prevented. 

In this disconnected state, the slide (4) also cams down the 
trigger bar (22) and effectively interrupts subsequent trigger 
functions. 




4 Slide 


22 


Trigger bar 


It Firing pin 


24 


Sear 


13 Safety lock 


26 


Safety lever 


20 Trigger 


29 


Hammer 
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t: >r>d h>m_mT tiftP/ notch 



E l l*v«r (40) th« eoek«d h«mm*r (2f) %9 b* 9«f«ly 

th« •afary Inwreapt neleh. In chla condiliM IIm 
• earriad with a eartridga In tha ehambar, rawly 
I uaa. 

t ireapt notch la tha ratt poiltion of tha hanunar (29). 
la affactiva in caao of Inadvortont hammar trlp- 
mbeocblnfl tho woapon. 

E rn tha daeoeklng lavar (4Q| laliaa lha aoar (24) out of 
tha full, •cock hammar nateh, Tha haiimar (tt) dropa 
rnlng tha dacecklng lavar (40) la Ha original poaHioa, 
id by tha aaar (24| angaglng In tha aalaty Hilaroapl 

I parahon tho aafaty lavar (21) ramdtna In Ita root 
dona not lift tho aafaty lock ( 12 ), Haaea. during and 
^ ^ tha firing pin ( 11 ) romalna aonatamly loahad. 6y 
avan dropping tha waapon cannot cauaa Inadvanani 
|a cariridga. 




a daeoeking lavar and aafaty natah 

24 Safaly Lavar 
2b Haminar 
4Q Oaaocaing lavav 




6 . 2 . 



(Jniocklna. fcoli movwnt ind tockifio 



At the instant of firing, th* weapon is locked, l.e. the barrel (1) Is 
seated on the locking Insert (17) in the frame (1.5) and Is locked with 
the slide (4). 

BlowOack reactiort thrests the barrel/slide system rearward 

against the recoil spring <9). After recoiling about 6 mm the barrel (1) 

is forced down and arrested by the locking insert (17). 

The pistol Is unlocked. 

The slide (4) continues rearward, cocks the hammer(29); extracts and 
elects the spent case end compresses the recoil spring (3) further. 

The recoil movement Is arrested by the slide stop In the frame. 

The compressed recoil spring <3) thrusts the slide (4) forward, atrip- 
ping a round from the magailne (51) and chambering It on tha way to 
tha battary position. 

Just before reaching tha forward end position, the slide (4) again 
locks up with the barrel <1). 
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B*rr«l locked witfi th« vlid* 



a) Locking surfaeaa 



H5IH 




Barrvl unlocktd 

K>) Ejection port 
c) Guido turtacof 



6.3 Arrotinomtchanism fsHd« catcb. levr^ 

After firing of the lest ehet, the elide (4) Is irrested In the open 
position. 

The feeder (S3) of the empty megezine (SI) relets the slide eetch 
lever (18) which engages the arresting notch of the slide (4) and 
prevents Its further movement Upon thumbing down the slide 
catch lever (II) the moving perts are released end spring forward. 
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7. Gunsmithinq work 

(Furth«r dismantlln 9 for parts raplacemant an<f maintenance) 

7.1 Maqailne (51) 



7.1.1 DIamantlinQ the magazine (51) 

Sequence of operations 

1) Force the insert, magazine (5S) inwards with punch 

2) Draw out the floorplate ($4) in the direction of the protruding 
flange, using the Index finger of one hand to ensure that the 
spring, magazine (52) does not Jump out 

3) Remove the spring, magazine (52) and feeder (52) from the 
magazine tube (51). 



7.1.2 Assembllno the magazine (51) 

The magazine is assembled in the reverse order to dismantling. 

After inserting the floorplate (54). ensure that the insert, maga- 
zine (55) engages the hole of the floorplate (54) to secure It 




Magazine dismantled 

51 Magazine tube 

52 Spring, magazine 



53 feeder 

54 Floorplate, magazine 

55 Insert magazine 
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7.2 BraechPiQ«kf9) In th> (4^ 

7.2.1 R tmoval ind dismantUna of bfchMoek 

Saqu«nc« of 6p«r«tions: 

1 ) Plica tha slid# (4) on a suiubio undorlay 

2) Knock out tha pm H.O. (7,8) with punch 

3) Ramovt tha braachblock (9) from tha slid# (4) 

4) Prasa in lha firing pin <11) forvrard and extract tha aafaty 
lock {73) and Ita spring (74) from tha aide 

5) Ralax tha firing pin (11) artd ramova it togathar with ita 
spring (12) 

6) Looaan tha axtractor (19) at its roar and by maans of a scraw- 
driver "9 mm’* and, guiding tha claw, ramova It sidaways from 
tha braachblock (9) 

7) By simultanaoua turning and pulling, ramova tha spring, firing 
pin (12) from tha firing pin (11) 

8) Ramova tha spring, safaty loch (14) 



7.2.2 A ssamblv and Insa rtlon of ti»a braachblock (9) 

Saquanca of oparadont ; 

1) Taka tha spring, safaty lock (14) and raturn It to tha safaty 
lock (19) 

2) With Its narrower and laading, push tha spring, firing pin (12) 
onto tha firing pin ( 11 ) 

3) Insart tha axtractor (10) parallol 'from tho sida until tha roar 
ractangular and is proparly saatad 

4} Insart tha firing pin (11) into tha braachblock (9) bora, with 
tha cutout uppermost 

а) Push tha firing pin (11) forward, insert tha safaty lock (13) 
from tha aide and press It down 

б) Install tha braachblock (9) In lha slida 

7) Top In tha pins H.D.(7,$), with tha slot of tha outer pin (3) 
pointing upwards 

8) Push tha firing pin (11) forward so it is at least flush with tha 
rear fact of tha braachblock (9). Tha rear limit of tha firing 
pin (11) is tha Innar/outar pin H .D. (7,8) and not tha safaty 
lock (13)! If it Is touching tha safaty lock (13) tha firing 

pin (11) will be damaged by tha innarfoutar pin H.D. (7,8)! 

$) Check to ensure that the firing pin oafaty device function pro* 
parly 
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4 



7 8 




14 



13 




Breechblock removed and diemantled 



4 


Slide 


11 


Firing pin 


7/8 


Inner and euler pin H.D. 


n 


Spring, firing pin 


9 


Breechblock 


13 


Safety lock 


10 


Extractor 


14 


Spring, safety lock 
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7.3. 



Lock^np Inxrt M7) 



7.3.1 Rampyal o> the loclclnp Iffft (17) 

Saquance of oparatlona : 

1) Remove the slide (4) from the frome (15) 

2) Decode the htmmer (29) using the decocking lever (40) 

3) Rotate the takedown lever (1$) upwards to the vertical position 
and extract It 

4) Push forward the locking insert (17) and spring, slide catch 
lever (19), removing them from the frame (15) 

5) Take off the spring, slide catch lever (19) 



7.9.2 I nstailinq the locking insert 1171 

Sequence of operetions : 

1) Insert the spring, tilde catch lever (19), with its hook In the 
hole of the locking Insert (17) 

2) Petition the pivot trigger (21) so that lha slots point forward 
and the ribs on the left side are horizontal 

3) Insert the locking insert (17) into tho frame (15) from the front 
until the holes for the takedown lever (19) are aligned 

4) Insert the takedown lever (1i) vertically upward and, by turning 
and eimultaneous pushing. s«at it correctly 




Locking Insort with spring, sMdo cstch lovor 



16 Framo 

16 Tskodown lovor 

17 Locking Insert 

16 Spring, slide catch Lever 

27 Pivot trigger 




7.4 



Grip pUt»s/ left and fight (4S/49) 



7.4.1 R emoval of the grip pi<t<s (46/49) 

Sequence of operations : 

1) Using a screwdriveri remov* the grip plate screws (SO) 

2) Carefully raise the grip plates (48/49) 

3) Remove the left and right grip plates (48/49) 

7.4.2 i nstallino the ario plates (48/49) 

To install^ reverse the order used for removal 



7.5 Trlfla#r_assembl^ 

7.5.1 D ifmantlinq the triooer assembly 
Sequence of operatlor»s: 

1) Remove the locking Insert (17) 

2) Remove the left and r^ht grip plates (41/49) 

3) Unhook the spring, trigger bar (23) and remove It 

4) Push out the pivot, trigger (21) towards the left 

5) Remove the slide catch lever, (18) 

6) Remove the trigger (20) and trigger bar from the frame (1$), 
diagonally to the front and skle 

7) Disconnect the trigger bar (22) from the trigger (20) 

8} Unhook the spring, dtcocMng lever (42) and remove It 
9) Extract tha decocking lever (40) and its bearing (41) 








Trigger assembly 



ia 


Slide catch lever 


41 


Bearing, decocking lever 


20 


Trigger 


42 


Spring, decocking lever 


21 


Pivot, trigger 


49 


Left grip plate 


22 


Trigger bar 


SO 


Screw 


23 


Spring, trigger bar 






40 


Decocking lever 









7.5.2 Rea ssemblv 



Sequence of operations : 

1) Insert the bearing, tiecocking lever <41| Jnto the frame, (1S) 
from the right, and hold It there 

2) Insert the decocking lever (40| from the left 

3) Insert the spring, decocking lever (42), with Its off-set end 
in the slot of the bearing, dececUng lever (41). Tension the 
spring In an anti clockwise direction and insert It in the 

hole of the decocking lever 

4) Connect the trigger bar (22) and the trigger (20), and place 
them in the frame (19) 

5) Insert the pivot, trigger (21) from the right, slots at the front 
end ribs of the left side horizontal 

S) Ineert the slide catch lever (IS) centering it on the bore of 
the pivot, trigger (21) 

7) Insert the spring, trigger her (23) in the hole of the frame (15) 
and hook the other end onto the trigger bar (22) 

S) Fit the grip pletae (4S/49) 

9) Instill the locking insert (17) 




7.6. 



Stop hammer in the frame 



7.6.1, Removal of the stop in the frame 
Sequence of operations i 
13 Push out Che pin (99) 

2) Remove the stop, hammer (37) 

3) Remove the spring, reset (36) 



7.6.2. Installing the step in the frame 

To Install, reverse the sequence used for removal. Ensure 
that the arm of the spring, reset (38) rests on the hammer strut, 
pin (30). 




Stop, hammer m the frame 

IS Frame 

37 Stop, hammer 

38 Sprirtg, reset 

39 Pin 
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7-7, 



Strut. Hammer f33^ main spring {34) and seal, main soring (36> 



7.7.1, ^ismantlir^ 

Sequence of operations : 

1) Remove the grip plates (4S/49) 

2) Press the seat, main sprirtg (36) upwards until it is free from 
its mounting in the frame (15) 

3) Remove the seat, main spring (36), main spring (34) and strut, 
hammer (33) 

4) Force out the spring pin (36) from the strut, hammer (33) 

5) Separate the seat, main spring. (36) main spring (34) and 
strut hammer (33) 

7.7.2. Reassembly 

For reassembly, reverse the sequence used for dismantling 




Hammer strut with main spring and main spring seat 

33 Strut, hammer 

34 Main spring 

35 Spring pin 

36 Seat, main spring 
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7.$. Hammer (29> assembly 

7.8.1 D ismantling of the hammer <2SI assembly 

Sequence of operations : 

1) Remove the locking insert 07), grip plates <4S/49), trigger (20) 
assembly and stop» hammer (37) 

2) Press the seat, main spring (36) upwards until it is free from Its 
mounting 

3) Remove the seal, main spring (36), main spring (34) and strut, 
hammer (33) 

4) Relax the spring, sear (28) 

5) Push out the shaft, sear (26) and safety lever (21) 

6) Remove the safety lever (2$), sear (24) and spring, saar (28) 

7) Ramove the ejector (32) 

6) Push out the hammer pivot pin (31) from the hammer (29) 

9)' Remove the hammer (29) 

7.9.2 Reassembly 

Sequence of operations : 

1) Install the hemmer (2t) 

2) Install the ejector (32) 

3) Push in the shift, sear <28), from the right. Insert the safety 
lever (29) and anchor it with the shift, sear (26) 

4) Insert the sear (24) from below. Push In the shaft, sear (26) 
further until the sear (24) is secured 

8) Fit the spring sear (28). Push In the shaft, sear (26) completely 

6) Using a screwdriver, tension the spring, sear (26) and position its 
end beneath the spring, pin H . 0. (27) 

7) Introduce the strut, hammer (33), main spring (34), seat, main 
spring (36) to the hammer (29) (preferably with the hammer In the 
safety notch) 

6) Tension the main spring (34) somewhat and position the seat, main 
spring (36) In Its mounting in the frame (15) 

9) Replace the trigger (20) assembly, stop, hammer (37), grip 
plates (48/49) and locking insert (17) 
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Hammer 


assembly 






24 


Sear 


29 


Hammer 


25 


Spring, sear 




Hammer pivot pin 


26 


Shaft, sear 


32 


Ejector 


26 


Safety lever 







25 24 28 26 
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7-9. Magazine catch (43) 

7.d,1 R emoval of the magazine catch 
Sequence of operations : 



1) Remove the left orip plate (49) 

2) Press the stop, magazine catch (46) inwards 

3) Remove the stop, magazine catch <46) and spring, magazine slop (47) 

4) Take out the magazine catch (43) and spring, magazine catch (45) 
7,9.2 R eassembly of the magazine catch 

For reassembly, reverse the segoence used for removal 




43 Magazine catch 
45 Spring, magazine catch 



46 Stop, magazme catch 

47 Spring, magazine stop 
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7.9.3 Changing over the magazine catch from Icfl to right 
1 ) Remove the magazine catch <43) as per 7,9.1 
Z) Remove the right grip plate <46) 

3) Remove spring, trigger bar <23) 

4) Remove support plate (44) and reinstall It on the left*hand side 

5) Install the magazine catch (43) and spring, magazine catch (45) 

6) Install the slop, magazine catch (46) and spring, magazine stop (47) 

7) Fit spring, trigger bar (23) 

6) Install right* and leM«hand grip plate <48/49) 




23 Spring, trigger bar 

44 Support plate 
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6. Inspection 

8.1. General 

The gunsmith should carry out the following inspections : 

<• function inspection 
- parts inspection 

8,2. Function Inspection 

A functions check is to be carried out on the assembled weapon : 

“ to determine causes of malfunction 
<• after repair work 

“ following after-use cleaning and during weapon inspections as 
wail as after parts inspection end lubricetlon 



8.2.1. Unload 



Unload the weapon and remove the magazine 



8.2.2. Recoil saHn^ 

Check the force of the recoil spring and smooth cycling of the 
tilde. Carry out loading movement end check that the slide/ 
barrel eystem springs forward smarDy and locks. Repeat once. 



8.2.2. Trlflfler and hammer mechanisms 
a) Double action function 



with hammer decocked, squeeze the trigger 

check that the hammer cocks properly end then drops force- 
fully, coming to rest in the safety intercept notch 

b) Interruption of triaoer function 

with decocked hammer and trigger fully pulled, carry 
out a loading movement 

check that the hammer is retained In the cocked posi- 
tion {Xr\^99r remains fully pulled) 
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c) Singl€«4ction function 

rclttst th« trigger fully and simulUneouftly.. .. 

chtek that tha triggtr bar angagas onca mora 

and that* upon squaazlng the trigger again, the hammer 

if operated 

d > Safety notch on the hammer 

cock the hammer and then decock using the 
decocking lever but without touching the trigger 

cheek that the hammer Is intercepted before reaching the 
extreme dropped position 

e) Dtceckin^^Jever 

cock the hammer 

thumb down the decocking lever and check that the 
trigger and hammer are brought to their rest position 



t,2.4 Maaazine 



• condition of the magazine tube, the lips end of the 

fioorplate 

• correct securing of the fioorplate by the insert 
- smooth movement and springing of ttie feeder 

• easy insertion of the magazine into the frame 

• correct In and out movement of the magazine catch 



• .2.8 L tvar>aUda catch 

• with an empty magazine In place, carry out a loading move* 

ment.The slide must be arrested in the rear position by the 
lever, slide catch 

• thumb down tha lever, slide catch and check that the slide is 

released and forcefully springs forward 

• thumb down the decocking lever 



8.2.6 ExlernaJ_condition_^Mhe_we^ 

• condition of the front end rear sights, grip plates and take 
down lever as well as tight seating of the sights and plates 



$.2.7 I nspection ol the numbered parts 

• argeement of tha numbers on the barrel, slide and frame 
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8.3 Parts_[nsg«ction 

8.3.1 Genaral 

This inspaction includas • closa check of Individual 
parts In respect of damage such as cracks, unacceptable 
deformatloni smoothness end condition of all sliding and 
bearing surfaces, as well as function and condition of all 
springs. 

Parts inspection Is to be carried out with the weapon 
dismantled and cleaned: 

- to determine causes of malfunction 

• to examine carefully all stressed parts with a view to 

their replacement 

- during maintenance work 

• during weapon Inspoctlon 

8.3.2 Parls_JnS£ection_covers^ 

a) Barrel <1) 

bore and chamber 

• locking surfaces 

b) Recoil spring f3) and guide, recoil spring (2) 
e) Slide (4) 

• ejection port. loclUng surface 

extractor (10) (clew and spring) 
firing pin hole 

- arresting notch for tho slide catch lever (18) 
pin H .D. of the breechblock (7,8) 

- safety lock (13), spring and function 
projection of Che firing pin 

• front and rear sights (S,6). contrast markings 
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W«aocn fur^etions 



Function of tr«8aT ais^mbly 

8 . 1 . 1 . W— paw l6*dnd, Imnitif dococfcnd 

WHh the waapon loaM and tt»a hamnia* dacachad. a «hat can ba 
firad with lha daubta^ctlen triggar. 

By aquaaxing tha triggar (20)« Ilia triggar bar (22) la drawn for- 
ward and coelia tha hamatar <2b|. Tba triggar bar (22) alao oparataa 
tha aafaty lavar (28) to 111! tha aafaty laefc (12). Tha aafaty lavaf (28) 
draws tha saar (24) out of ragistar arlth tba hammar (28) whilst tha 
aafaty loak (18) llbaroiaa lha firing gin ( 11 ). 

Canllnuad movamani of tho triggar (2b) oausaa tha friggar bar (22) 
to rataoaa tha hammar (2b) which abikas tha ftfing pin ( 11 ) and 
datonataa tha eartridga grimar. 




Functien of lha triggar oasainbly 



11 


Firing pin 


24 


Saar 


18 


SafaCy lock 


28 


Safaty Lavar 


20 


Triggar 


21 


Hawnwr 


22 


Triggar bar 
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6.14. Decockino levr; and haimwr safety notch 

Th« dtcocking 1«v«r (40) allows tho cocktd hammer (29) to be safely 
lowered Into the safety intercept notch. In this condition the 
weapon can be carried with a oartridge In the chamber, ready 
for Immediate use. 

The safety Intercept notch is the rest position of the hammer (29). 

It also becomes effective In case of Inadvertent hammer trip* 
ping when thumbcocking the weapon. 

Thumbing down the decocking lever (40) tekes the sear (24) out of 
regiatar with the full, -cock hammer notch. The hammer (29) drops 
forward, returning the deeocklng lever (40) to Its original position, 
and Is arrestad by the sear (24) angaging In the safety Intercept 
notch. 

During this operation the safety lever (20) remains In its rest 
position and does not lift the safety lock (13). Hence, during and 
after decocking . the firing pin (11) remains constantly locked. By 
thia means, even dropping the weapon cannot cause inadvertent 
discharge of a cartridge. 




Function of the decocking lever end safety notch 





firing 


pin 


20 


Safety Lever 


13 


Safety 


lock 


29 


Hammer 


24 


Scar 




40 


Decocking lever 
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6.1.4. Firing pin l^k 

In order to achieve optimum safety ttie nring pin (11) is iocked in 
the siide by the safety lock (13). Immediate first-shot potential is 
ensured by the trigger action. During which the trigger bar (22) 
pivots the safety iever (26) to raise the safety lock (13) (thus iibe- 
rating the firing pin) immediately prior to tripping the hammer (29). 



« n O a 




Function of the firing pin lock 



4 Slide 


22 


Trigger bar 


11 Firing pin 


24 


Sear 


13 Safety lock 


36 


Safely Lever 


20 Trigger 


29 


Hammer 



6.1.5. Weabon loaded, hammer cocked 

By squeezing the trigger (single*action) (20) the trigger bar (22) is 
drawn forward. 

The trigger bar (22) pivots the safety lever (26) which lifts the 
safety lock (13) to liberate the firing pin (11) and also moves 
the sear (24) to trip the hammer (29). 



23 




6.2. UnloekinQ. recoil movment >ftd tockino 

At the instant of firing, the weapon Is locked, i.e. the barrei (1) is 
seated on the locking Insert (17) In the frame (1.5) and Is locked with 
the slide (4). 

Blewbaek reaction thrusts the barrol/sllde system rearward 

against the recoil spring (3). After recoiling about 5 mm the barrel (1) 

Is forced down and arrested by the locking insert (17). 

The pistol la unlocked. 

The slide <4) continues rearward, cocks the hammer(29), extracts and 
ejects the spent case and compresses the recoil spring (3) further. 

The recoil movement Is arrested by the slide stop In the frame. 

The compressed recoil spring (3) thrusts the slide (4) forward, strip- 
ping a round from the magazine <51) and chambering It on the way to 
the battery position. 

Just before reaching the forward end position, the slide (4) again 
locks up with the barrel (1). 
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B«rr«l lock«d slid* 

a) Locking surfacoo 
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Barrel unlocked 



b) Ejection port 

c) Guide turfacee 



8.3 Arresting m»Ch4r>i>m {slid* catch. 



After firing of the last shot, the slide (4) Is arrested In the open 
position. 

The feeder (S3) of the empty magazine (Si) raises the slide catch 
lever (18) which engages the arresting notch of the slide (4) and 
prevents its further movement. Upon thumbing down the slide 
catch lever ( 18 ) the moving parts are released and spring forward. 
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7. Gunsmithlnq worfc 

(Further dismantling for parts replacement and maintenance) 

7.1 Magazine ($1) 



7.1.1 DtamantUng the magazine ($1) 

Sequence of operations 

1) Force the Insert, magazine <55) inwards with punch 

2) Draw out the floorplate <$4) In the direction of the protruding 
flange, using the index finger of one hand to ensure that the 
spring, magazine <S2) does not jump out. 

3) Remove the spring, magazine (52) and feeder (53) from the 
magazine tube (51). 



7.1.2 Assemblin2_Jhe_rna2az^ (51) 

The magazine is assembled In the reverse order to dismantling. 

After inserting the floorplate (54), ensure that the Insert, maga- 
zine (55) engages the hole of tho floorplate (54) to secure It. 




Magazine dismantled 

53 Feeder 

54 Floorplate, magazine 

55 Insert, magazine 



51 Magazine tube 

52 Spring, magazine 
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7.2 Sr‘eecriplo»kf9) In tht slid# (4> 

7.2.1 Removil and dismantUfn o< tht bfchblock (9) 



8«qutnc« of oporotions: 

1) Place the aUdo (4) on a aultablo underlay 

2) Knock out the pin H.D. (7,8) %vitli punch 

3) Remove the breechblock (8) from the elide (4) 

4) Preaa In the firing pin (11) forward and extract the safety 
lock (73) and Ita spring (74) from the side 

5) Relax the firing pir» (11) and remove it together with ita 
spring (12) 

8) Loosen the extractor (10) at its rear end by means of a screw* 
driver '*2 mm" and, guiding the claw, remove It sideways from 
the breechblock ( 0 ) 

7) By simultaneous turning and pulling, remove the eprlng, firing 
pin (12) from the firing pin ( 11 ) 

8) Remove the spring, safety lock (14) 



7.2,2 A asemblv end insertion of tlie breechblock tOi 

Sequence of operedons : 

1) Take the spring, safety lock (14) and return It to the safety 
lock (13) 

2) With Its narrower end leading, push ths spring, firing pin (12) 
onto the firing pin ( 11 ) 

3) Insert the extractor (10) parallel *from the aide until the rear 
rectangular and Is proparly seated 

4) Inaert the firing pin (11) Into the breechblock (•) bore, with 
the cut-out uppermost 

5) Push the tiring pin (11) forward, insert the safety lock (13) 
from the side and press It down 

6) Install the breechblock (0) in the slide 

7) Top in the pins H.D. (7,8), with the slot of the outer pin (8) 
pointing upwards 

8) Push the firing pin (11) forward so it is at least flush with the 
rear face of the breechblock (9). The rear limit of the firing 
pin (11) is the innarfoirter pin H .D. (7,8) and not the safety 
lock ( 12 )! if it Is touching the safety lock (13) the firing 

pin (11) will be damaged by the innerlouter pin H.O. (7,3)! 

9) Check to ensure that the firing pin safety device function pro* 
parly 
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Breechblock removed end diementled 
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Slide 


11 


Firing pin 
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Inner and outer pin H.D. 
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Spring, safety 


lock 
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7.3. LockiriQ Instrt (17) 



7.3.1 Removal of the locking insert M7> 

Sequence of operations : 

1) Remove the slide (4) from the frame <15) 

2) Oeeock the hammer (29) using the decocking lever (40) 

3) Rotate the takedown lever (16) upwards to the vertical position 
and extract it 

4) Push forward the locking insert (17) and spring, slide catch 
lever (19), removing them from the frame (IS) 

6) Take off the sprirtg, slide catch lever (19) 

7.3.2 I nstalling the locking Insert 1171 

Sequence of operedons : 

1) Inaert the spring, slide catch lever (19)/ with Its hook In the 
heie of the locking Ineert (17) 

2) Position the pivot trigger (21) so that the slots point forward 
and the ribs on the left side are horizontal 

3) Insert the locking Insert (17) into the frame (16) from the front 
until the holes for the uhed^n lever (16) are aligned 

4) insert the tekedewn lever (16) vertically upward and, by turning 
and slmultanaous pushing, seat It corractly 



If 




Locking insort with spring, slide catch lever 

1ft Frame 
1( Takedown lever 
17 Locking insert 
13 Spring, slide catch Lever 

27 Pivot trigger 




7.4 Grip Plates/ l>ft »nd right (48/49) 

7.4.1 R emoval of the grip o\Ms f 46/49) 

Sequence of operations : 

1) Using a screwdriver, remove the grip plate screws (50) 

2) Carefully raise the grip pistes (46/49) 

3) Remove the left and right grip plates <46/49) 

7.4.2 I nstalling the crip plates (46/49) 

To Install, reverse the order used for removal 



7.6 Irl£fler_^assenihl^ 

7.5.1 Olsmantllno the trlaoer assembly 
Sequence of operations: 

1) Remove the locking insert (17) 

2) Remove the left and right grip plates <46/49) 

3) Unhook the spring, trigger her (23) and remove It 

4) Push out the pivot, trlggor (21) towards the left 
9) Remove the slide catch lever. (16) 

6) Remove the trigger (20) and trigger bar from the freme (1$). 
diegonally to the front and sido 

7) Disconnect the trigger bar (22) from tht trigger (20) 

6) Unhook the spring, dececking lever (42) and remove it 
9) Extract tho decocking (ever (40) and its bearing (41) 
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Trigger asft«mbly 



u 


8Md« catch lever 


41 


Bearing, dececking lever 


20 


Trigger 


42 


Spring, decacking lever 


21 


Pivet, trigger 


49 


Left grip plate 


22 


Trigger bsr 


60 


Screw 


22 


Spring, trigger bar 






40 


Decocking lever 









7.5.2 R»ass>fnblv 



Sequanca of oporations : 

1 ) Inaart tha baarinq, dacockmg lever (41J Into tha frame, OS) 
from tha right, and hold it there 

2) Inaart the decocking lever f40) from the left 

3) Inaart the apring, decocking lever (42), with ita off-aet end 
In the slot of the bearing, decocking lever (41). Tanalon the 
apring in an anticloekwiae direction and insert it in the 

hole of the decocking lever (40) 

4) Connect the trigger bar (22) and the trigger (20), and place 
them In the frame (15) 

5) Insert the pivot, trigger (21) from the right, slots at the front 
and riba of the left aide horizontal 

6) Inaart the slide catch lever (10) centering It on the bore of 
the pivot, trigger ( 21 ) 

7} Insert the apring, trigger bar (23) in the hole of the frame (16) 
and hook the other end onto the trigger bar (22) 

0) Fit the grip plates (40/49) 

9) Install the locking insert (17) 
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7.6. 



Stop hainmer in the frarw 

7.6.1, Removal of ttie stop in tho framo 
Sequence of operations : 

1 ) Push out the pin (39) 

2) Remove the stop, hammer (37) 

3) Remove the spring, reset (36) 

7.6.2. InstallinQ the stop in the frame 

To install, reverse the sequence used for removal. Ensure 
that the arm of the spring, reset (36) rests on the hammer strut, 
pin (30). 




Stop, hammer in the frame 

15 Frame 
37 Stop, hammer 
36 Spring, reset 
39 Pin 
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7.7. 



Stfut.HimmT <33^ main marind Wi and wt. main spring (W 

7.7.1. Ditmantling 
$«qu«ii6« of oporationo : 

Roinovo tht grip pUlos (4S/49) 

2) Pro$$ tho M«t, mol A spring (M) upwards until It Is froc from 
its mounting In tho from* <1S) 

3) Romovo ths soot, main spring (36)« main spring (34) and strut, 
hammar (33) 

4) Fores out tha spring pin (3$) from tha strut, hammar (33) 

5) 9aparata tha saat, main spring, (34) main spring (34) and 
strut hammar (33) 

7.7.2. Raassam^ 

For raassambly, ravarsa tha saquanea usad for dismantling 




Hammar strut with main spring and main spring saat 

33 Strut, hammar 

34 Main spring 
34 Spring pin 

36 Saat, main spring 
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7.S. Hammer asf mbiv 

7.$.1 D lsmantlino ot tha hammer assembly 

Sequence of operations : 

1) Remove the locking insert (17), grip plates (46/49), trigger (20) 
assembly and stop, hammer (37) 

2} Press the seat, main spring (36) upwards until it Is free from its 
mounting 

3) Remove the seat, main spring (36), main spring (34) and strut, 
hammer (S3) 

4) Relax the spring, sear (26) 

5) Push out the shaft, seer (26) end safety lever (26) 

6) Remove the safety lever (26), seer (24) end spring, seer (26) 

7) Remove the ejector (32) 

6) Push out the hammer pivot pin (31) from the hammer (26) 

6)' Remove the hammer (26) 

7.6,2 Reassembly 

Sequence of operations : 

1 ) Install the hammer (26) 

2) Install the ejector (32) 

3) Push In the shaft, sear (26), from the right, insert the safety 
lever (26) and anchor it with tha shaft, star (26) 

4) insert the sear (24) from below. Push In the shaft, sear (26) 
further until the seer (24) is secured 

6) Pit the spring sear (26). Push In the shaft, seer (26) eempistsly 

6) Using a screwdriver, tension the spring, sear (26) end position its 
end beneath the spring, pin H . 0. (27) 

7) Introduce the strut, hammer (33), mein spring (34), seat, main 
spring (36) to the hammer (26) (preferably with the hammer in the 
safety notch) 

8) Tension the main spring (34) somewhat and position the seat, main 
spring (36) In Its mounting in the fremc (15) 

9) Replace the trigger (20) essembly, stop, hammer (37), grip 
pletes (46/49) end locking insert (17) 
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Hammer assembly 
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7.9. Magazine catch U3> 

7.9.1 R emoval of the magazine catch 
Sequence of operations : 



1) Remove the left grip plate (49) 

2) Press the stop, magazine catch (4S) towards 

d) Remove the slop, magazine catch (46) and spring, magazine stop (47) 
4) Take out the magazine catch <49) and spring, magazine catch (45) 
7.9.2 R eassembly of the magazine catch 

For reassembly, reverse the sequence used for removal 




43 Magazine catch 
45 Spring, magazine catch 



46 Stop, magazine catch 

47 Spring, magazine stop 
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7.9.3 Changing cv<r the maQaiin* catch Ifom left to right 



1 } Remove the magaxine catch (43) as pef 7.9.1 

2) Remove the right grip plate (46) 

3) Remove spring, trigger bar (23) 

4) Remove support plate (44) and reinstall It on the left>hand side 

5) Install the magaxine catch (43) and spring, magaxine catch (45) 

6) Install the stop, magazine catch (4$) and spring, magaxine stop (47) 

7) Fit spring, trigger bar (23) 

8) Install right* and ieft*hand grip plate <4d/49) 




23 Spring, trigger bar 

44 Support plate 
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8. lns£f£tioi^ 

8.1. General 

Tha gunsmith should carry out tha following Inspactions : 

- function inspaction 

- parts inspaction 

$.2. Function inspaction 

A functions chock Is to bo cantad out on tha assambled waapon : 

• to dotarmina causos of malfunction 

• aftar rapair work 

- following aftar*usa claaning and during waapon Impactions as 

wall as aftar parts inspaction and lubrication 



8.2.1. Unload 

Unload tha waapon and ratnova tha magazina 



B.2.2. Racoil seHn^ 

Chock tha forca of tha racoil spring and smooth cycling of tha 
sllda. Carry out loading movamant and chock that tha sllda/ 
barral aystam springa forward smartly and locks. Rspsat ones. 



8.2.3. Trlodar and hammar machantsms 

a) Poubla action function 

with hammar dacockad, sguaaza tha triggar 

chock Ihsi tha hammar cocks proparly and than drops forca* 
fully, coming to rast in tha safaty intarcapt notch 

ft) Intarruption of trl«f gar function 

with dacockad hammar and triggar fully pulled, carry 
out a loading movamant 

chock that tha hammar is ratainad in the cocked posi- 
tion (triggar remains fully pulled) 
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c) Sinqlg^ction function 

r»l«as9 tha trigger fully end simultaneously.. .. 

check that the trigger bar engages once mere 

and that, upon squeezing the trigger again, the hammer 

is operated 

d ) Safety notch on the hammer 

cock the hammer and then decock using the 
dececking lever but without touching the trigger 

check thet the hemmer is Intercepted before reeching the 
extreme dropped position 

e) Decockin^_|ev^ 

cock the hammer 

thumb down the decocking lever end cheek thit the 
trigger end hammer are brought to their rest position 



$.2.4 Maaazino 



• condition of the magazine tube, the lips and of the 

fioorplate 

• correct securing of the fioorplate by the insert 

• smooth movement and springing of the feeder 
- easy Insertion of the megazlne into the frame 

• correct In and out movement of the magazine catch 



$.2.$ Ltvar.sirde catch 



* with an empty magazine in place, carry out a loading move* 

ment.Tha slide must be arrested in the rear position by the 
lever, slide catch 

• thumb down the lever, slid# catch and check that the slide Is 

released and forcefully springs forward 
- thumb down ths decocking lever 



8.2.6 E xternal condltlen of the weapon 

• condition of the front end rear sights, grip plates and take 
down lever as well as light seeling of the sights and plates 



$.2.7 I nspection of the numbered parts 

• argeement of the numbers on the berrel, slide end frame 
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8.3 



Parts inspsction 



$.3.1 Gsnsril 

This inspsctlon Includes • clos* check of individual 
parts In raspact of damage such as cracks, unacceptable 
deformation, smoothness and condition of all sliding and 
bearing surfaces, as well as function and condition of all 
springs. 

Parts inspection is to be carried out with the weapon 
dismantled and cleaned: 

* to determine causes of malfunction 

- to examine carefully all stressed parts with a view to 

their replacement 

- during maintenance work 
“ during weapon inspection 



8.3.2 Par^_Jns£ectlon_£Overs_^ 

a) Barrel (1) 

bore and chamber 

* locking surfaces 

b) Recoil spring (3) and guide, recoil spring (2) 
e) Bllde (4) 

* ejection port, locking surfece 

extrecfor (lOf (claw and spring) 
firing pin hole 

- arresting notch for the sIMe catch lever ( 18 ) 
pin H .0. of the breechblock (7,1) 

* taftly lock (13)# spring end function 
projection of the firing pin 

* front and rear sights (S,8), contrast markings 
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Fram« (1«) 

UkMQwn Uvtr (16) 
locking insert (17) 
trigger (20) 
decocking lever (40) 
elide cetch lever (1$) 
ejector (22) 

safety lever (26) end eear (24) 

hammer (20) 

stop, hammer (37) 

magazine catch (43) 

grip plates (46,49) and screws (60) 

Magazine (61) 

magazine tube and lip ( 61 ) 
floorplate, magazine (M) 

Insert magazine (66) 
spring , magazine (62) 
feeder (63) 




9. Zeroir^, 

For zoroing tho pistol, th« following front snd roar sights aro 
availabit: 

Raar sight: sbos $ - 10 

The sizes differ in height In Increments of 0.26 mm. 

Target distance should be 26 meters. Zeroing Is carried out on 
the basis of "sighting point eguats point of impact". 

Windage correction : 

Shifting the reer sight 1 mm alters the point of impact by 16.62 
cm at 26 maters. 

If the hits are to the left then the rear sight must be shifted to 
the right. 

Elevation correction : 

Replacing the rear tight by the neit size altera the point of 
Impact by 4.1 cm at 26 maters. 

If the hits are too high then a rear sight of the nezt lower size 
mutt be selected. 

Front sight 6 ** 6 

The sizes differ In height in incremenu of O.U mm 
Elevation correction : 

Replacing the front sight by the next size alters the point of 
Impact by 2.4 cm at 26 meltfs. 
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10. Malfunctions and thair ractificatiM 



10.1. Ganaral 

In a wall kapt and proparly maintainad waapon, malfunctions raraly 
occur. 

10.2. Initial ac tion u& on mallunctionlnfl 

If malfunctioning occurs during shooting, procaad as follows; 

1) Kaap tha pistol In tha firing diraction 

2) Pull tha trigger again 

3) If cycling tha slide also does not help, than unload tha pistol 

4) Idantify tha causa of tha malfunction 
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10.3 Diff»r»nt typ»s of malfunction %nd th»ir r»ctificat»on 
10.3,1 F»d probkms 



Malfunction 

No cartridge fad into 
the chamber although 
the elide hee returned 
forwa rd 



Cartridge blocke with 
Ite tip at the breech of 
the chamber 



Slide doee not close 
completely 



10.3.2 Ignition problems 
Malfunction 

Hammer springs forward 
but cartridge not 
Ignited 



Cause 

- magazine not 
seated properly 

• magazine deformed 
or very dirty 



- cartridge in- 
correctly fed 



- weapon loo 
heavily lubricated 
and dirty 

- cartridge dirty or 
grease ring is 
frozer> 

• jamming In tbe 
slide guidee, 
poesiMy demege 

• recoil spring weak 
or broken 

« foreign object 
between the guide# 
end locking insert 



Rectification 

• insert megazine properly 



- insert fresh megezine; 
cleen or repair the 
removed magazine 

- puM back the slide somewhet, 
line up the cartridge cor- 
rectly. allow slide to spring 
forward 

- remove grease, ciean and 
lubrieata as per specifi- 
cation 

- clean chamber end cartridge 
<ln eitreme low temperatures, 
remove the grease ring) 

• adjust for smooth sliding 



• replace recoil epring 



cleen end lubricate ee per 
speeifi cation 



Cause 



Rectification 



- firing pin jemn>td 
in its bore 



• firing pin broken 



- squeeze trigger several 
times. If cartridge still not 
Ignited, dismantle and correct 
breechblock assembly 

- replace firing pin 



• main spring weak 
or broken 



• replace main spring 



- lever, safety defec- * replace lever, safety 
tivc, firing pin is 
not liberated 
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Malfunction 



Causa 



Rectification 



Slide has sprung forward 
but spent case sticks in 
chamber 

Spent case Jammed 
In the election 
port 



• toe little rearward 
movement due to dirt, 
frozen grease or 
guide damage 

• extractor defective 
- ejector defective 

• extractor weak 



- clean, correct the 
guides 



• replace extractor (10) 

• replace ejector (32) 

- replace extractor (10) 



10.3.4 Other malfunctions 
Malfunction 

After being squeezed* 
the trigger remains 
In ths end poeltlon 
end Is no longer under 
eprJng preeture 

The cocked hemmer 
cannot be tripped 
by the trigger 

Slide it arrested be* 
fore the last round 

Slide Is not arrestsd 
after the last round 



Otcocking lever does 
not spring beck 



Hammer is not cocked 
by the loading movement 
(returns forward with 
the slide) 



Cause 

« trigger bar spring 
out of position 
or broken 



* cam on lovor, safety 
broken oft 



- epring, sbde catch 
weak or broken 

• notch on the slide 
or lever, elide 
catch detective 

<• feeder ^mmed in 
upper pert of 
magazine 

• spring, decocking 
lever out of position 
or defoctivo 

* arm of tbe spring, 
sear above the 
spring pin H.O. 
or broken 

* hammer or so«r de- 
fective 



Rectification 

* replace or correctly 
mount spring, trigger 
bar (23) 



replace eefety lever (23) 



• replace spring, slide 
catch 

• replace slide catch lever (13) 

• repair erreeting notch 
on slide 

• repair magazine <S1) 



• replace or correctly mount 
spring, decocking lever (42) 



• install the spring, sear (2S) 
correctly or replace it 



* replace hammer (23) or sear 
(23) 
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u. Safety precautions 



11.1 General safety oracautiona 

The weapon is always to be regarded as leaded until the user 
has assured himself of the contrary by carrying out the unloading 
procedure. 

During manipuiations, no one is to be In front of the vreapon. 

The muaale of the pistol Is to be pointed forward, In the direc- 
tion of firing or diagonally towards die floor. 

For weapons handling practice, live ammunition may not be used. 

During shooting and aiming practice, all marksmen are to be In 
one line abreast, spaced at intervals. 

During shooting breaks, the hammer is to be de*eocked using 
the deeocking lever. 

Before a shooter moves away from the firing line, the oistoJ 
must be unloaded. 

If a malfunction occurs during shooting, the user is to 
remain In position until the malfunction has bean rectified. 

Whan shooting with combat ammunition, ear protectors and glasses 
must always be employed. 
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12 . 



^piOded atawinq 





13. Li«t of ports 



Pos. 


Dosig notion 


Pos. 


Designation 


1 


Borrol 


30 


Hammer strut pin 


2 


Cuido, rocoir spring 


31 


Hammer pivot pin 


3 


Rocoil spring 


32 


Ejector 


4 


Slide 


33 


Strut, hammer 


$ 


Front sight S/S/7/8/9/10 


34 


Main spring 


1 


Reor sight 5/6/7/S/S/10 


3S 


Spring pin 


7 


Inner pin H.D. 


32 


Seat, main spring 


a 


Outer pin H.D. 


37 


Stop, hammer 


a 


Brtechbloek 


31 


Spring, reset 


10 


Extroetor 


39 


Pin 


11 


Firing pin 


40 


Decocking lever 


12 


Spring, firing pin 


4 1 


Bearing, decocking lever 


12 


Safety look 


42 


Spring, decocking lever 


14 


Spring, sofoty lock 


43 


Magazine catch 


12 


frome 


44 


Support plate 


71 


Tokodewn lever 


42 


Spring, magazine oateh 


17 


Locking insert 


42 


Stop, magazina catch 


12 


Slide eoteh lever 


47 


Spring, magazina atop 


72 


Spring, slide coteh 


a 


Right grip plata 


20 


Trigger 


49 


Left grip plate 


21 


Pivot, trigger 


10 


Screw 


22 


Trigger bor 


21 


Magazine tube 


23 


Spring, trigger bor 


12 


Spring, magazine 


24 


Seor 


23 


feeder 


22 


Spring, sear 


24 


Fleorplate, magazine 


22 


Shaft, seor 


22 


Insert, magazine 


27 


Spring pin H .D. 






22 


Safety lever 






29 


Hammer 






For 


further informations and spore 


parts please 


contact: 
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